Company Profile 


^^Somax 


Syndicate CoJld, 


iBwi Xniujrrfi %uhuwi 4in« 


1621 Soi Rangsit-Nakornnayok 64 
T.Prachathipat, A.Thanyaburi, 
Pathumthani. 
Mobile Phone : +668-9177-7872 
Tel : +662-991-6477-8 
Fax : +662-954-2029 
E-mail: somaxsyn@gmail.com 






Company Document 

lanaisufifti 







History 


Somax Syndicate Co.,Ltd. was established in 11 August 2001 by 
Professional and Expert Engineer Director. From the beginning, Our company was 
participated in the part of Leading Civil Projects for example Siam Paragon 
Shopping Centre, CentralWorld and the last one is Central West Gate. Moreover 
we also constructed IDEO Condominium at Ladprao Soi 5, IDEO Mix 
Phaholyothin, IVY Residence Pinklao, 4 Dimension Cinema in Dream World 
(Amusement Park) etc. 

Nowadays we are entering in especially expert construction such as 
Sinking Large Manhole (Duct Bank), launching wiring to underground floor for 
example Metropolitan Rapid Transit Purple Line (MRT) , Kasikornbank at Muang 
Thong Thanee and Children Hospital. In addition that We are skillful and expert 
at constructing High Voltage Substation. Our construction works are Don Turn 
Substation, Ta Saii Substation, Khao Yoi Substation, Nikhom Pattana Substation, 
Chao Samran Beach Substation, Bang Pakong Substation, Na Yai Am Substation, Ta 
Mai Substation, Krathum Baen Substation etc. 


Vision 


TO BE THE LEADERSHIP IN NEW TECHNOLOGY AND INNOVATION. 


Mission 


• To concentrate on developing in Substation Construction and SwitchYard. 

• To concentrate on developing in Sinking Large Manhole in narrow area and 
getting high risk. 

• To concentrate on developing in Launching Wiring to underground floor ( DUCT 
BANK). 

• To concentrate on developing in Renewal Energy such as Solar Farm and Refuse 
Derive Fuel ( RDF). 

• To concentrate on developing in Construction Innovation. 






Head office 



CONTACT : Mr. Suraksa CHATCHAWALKIT : Managing Director 

1621 Soi Rangsit-Nakornnayok 64, T. Prachathipat, A.Thanyaburi, Pathumthani. 12130 

Mobile Phone : +668-9177-7872 

Tel: +662-991-6477-8 

Fax : +662-991-7181 

E-mail: somaxsyn@gmail.com 


Branch 

Unit No B16 P. Square Building , 3/1 Thetsaban Nimit Nue Road, Lat Yao, 
Chatuchak District,BangKok. 10900 
Mobile Phone : +668-6320-5449 
Tel : +662-9916477-8 (Hot Line) 

Fax : +662-954-2029 

E-mail: somaxsyn@gmail.com 


Warehouse 

28 Mool T.khlongha , A.Khlongluang , Pathumthani. 12120 
Mobile Phone : +668-6379-5641 
E-mail: somax@truemail.co.th 









Machinery 









salmon 6 la (HINO) etacimAsu (KATO 11 <nu 3 liau en-msm™ 20 isjgis) 
ViUmaSIHSlimU 82-4449 iJnUfilU 

q 

vtinmaflefoa KL340-58258 
rnnaumf a$mi< EC100-98078 llUQU 6 efU 130 IW4N1 





















‘salmon 6 aa (HINO) Sgi^anfs:us:u^ < iini,i,uuanl^(DUMP) 
mnmaqmsaimu 82-2206 iJuusiu 

q 

mnmaqiema KL300-90294 

WNmampifasaua EC100-101580 aiu-m 6 au 130 iwwi 

qj 


















i&imiin 6 aa (HINO) Heiemmu 3 cm (im 3 riauluasiPimaumJ'a^mpilausjnyl^ 3 cm (im 4 riau) iivtla-3 

WJIHiaimSliierUilSI 82-1924 iJnufiiu 

q 

mnmSTCIomfl KM779-14808 

mnmameila^EJUfl W04D-B37818 aiuQU 4 flu 117 iwwi 















EXCAVATOR-KOBELCO SK50UR 
wnmainsmo YJ-01731 
wnmamfllaseruffl 3 TN100L-YB-08582 
























EXCAVATOR-KOMATSU PC38UU-1 (mm 1 ) 
mimasuflQsa 1473 

wnmameila^mm 3 D84-1GA-25983 





















EXCAVATOR-KOMATSU PC38UU-1 (mw 2) 
Vm'iaiaiiefafl 1798 

vraJIHiamflla^Uia 3 D84-1GA-42958 


















EXCAVATOR-KOBELCO SK-024 (VI?0SJlfomsnsmiimilJlJaa<al@) 
wn*jianwwti PV-00215 
miimsme a^arne 00650 





















EXCAVATOR-KOMATSU PC75UU-1 
wimaflfflQsa 1837 
•waimamflla^erua 4 D95L-75278 





















































EXCAVATOR-KOBELCO SK200LC-3 
vianmfisjGfafi YQ-03037 

6 D34-062884 


STEEL SHEET PILE SP111 013 12 m. 





































KOBELCO SK200 LC-3 MARK 5 


















KOBELCO SK200 LC-1 MARK 3 
























































































































































Don Turn Substation, Nakhon Pathom Province. 

Main Station Building , Area 1,050 sqm Project Valued 65,000,000 Baht 

Finished in October 2011 
































Tha Saii Substation, Samut Sakhon Province. 


Main Station Building, Area 200 sqm and Switch Yard 


Project Valued 25,000,000 Baht 


Finished in November 2014 




























Khao Yoi Substation , Phetchaburi Province 
Main Station Building, Area 1,050 square metre 
Project valued 63,000,000 Baht 
Finish in October 2013 






















Nikhom Pattana Substation, Rayong Province 
Main Station Building, Area 1,050 sqm 
Project Valued 60,000,000 Baht 
Finished in September 2012 



















































































^Ajgomax 

lirHvi *1* 


•lBwi T'fiiujrrtf ^uwuwi 4inw 



Solar Farm ai^aiaajQ^ 4to3VifffsiJf 

a/ 9 

aaflilflwfm 200,000,000 invi wu>fi 200 If 

<u 

tfajIfif^niftSafufi 1 n.A. 58 ttaft^fatSa 30 b.a .58 



























^Ajgomax 


iiTH»vi T'fiiujrrtf tH^lryi 4inw 






























































2 fturfaihiHrM 

qj q q 


aaenWarm 98,000,000 inn(l§hQ 8 Miiwsuij) 

a/ i 

WUM 3,800 GIS. 3 J. 

w«t«? 4 m?iSaQwfi l n.a .59 - iham 






























































































2/ 2/ i 

q qj qj 

fouiU 34 UVU 

«arfit«wni? 164,000,000 inn 

qj 77 

wjjtwwm^iflaowfi l gi.a. 59 - tfaaim 














































